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LIST ITEM MP 

NUMBER NUMBER 
382 12448 
383 12447 
384 11756 
385 11593 
386 11136 
387 11216 
388 11460 
389 LEKS 
391 12410 
S72 55083 
373 55082 
394 55081 
395 95019 
396 12222 
eae 12450 


ADDITIONAL ITEMS 
FOR EQUIPMENT LIST AA 


FAK FOR SYSTEM 4 


ESTIMATED 

NOMENCLATURE UNIT COST 
Preamplifier, Band 1A, per R-W 
Dwg. No. 50000508 $ 540.00 
Preamplifier, Band 1B, per R-W 
Dwg. No. 50000568 540.00 
Amplifier, I-F, Band 1, per 
R-W Dwg. No. 50241011 535.00 
FM Discriminator Assembly, 
Band 1, per R-W Dwg. SK-24-31-1 875.00 
Preamplifier, Band 2, per R-W 
Dwg. No. 50241331 520.00 
Amplifier, I-F, Band 2, per 
R-W Dwg. No. 50241335 535.00 
FM Discriminator Assembly, Band 
2-3, per R-W Dwg. No. 50241339 883.00 
Amplifier, I-F, Band 4-7, per 
R-W Dwg. No. 50241515 560.00 
Encapsulated Bias Control Unit, 
per R-W Dwg. No. 502426444 150.00 
Diode, Microwave Associates No. 
iN2l WE 35.00 
Diode, Microwave Associates No. 
1N23 WE 35.00 
Diode, General Electric Co. No. 
LJB2D4 «90 
Diode, Sylvania Electric Co. No. 
1N82A L607 


Spring Helical Extension, Bell & 
Howell No. 10089 (Modified to 11 1/4" 
length) 5.00 


Film Magazine, Eastman Kedak, 50~ 
foot Capacity, Less Film 1.50 


Sis 


ESTIMATED 
AMOUNT 


$ 1,080.00 
1,080.00” 
1,070.00" 
1,750.00" 
1,040.00° 
1, 070300- 
15 76Gs00.- 
1,120.00 

450.00° 


140.00 ° 
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ADDITIONAL ITEMS 


FOR EQUIPMENT LIST AA 
FAK FOR SYSTEM 4 
MP ESTIMATED 
NUMBER NOMENCLATURE UNIT COST 
12451 Resin, Vinyl-Fluoride Coating, 
15% Solids, Product Techniques 
Ine. No. PT-207, Qt. Can 4.50 
12446 FM Discriminator Assembly, Band 
4-7, per R-W Dwg. No. 50241518 875.00 
24999 Diode, Sylvania Electric Co. No. 
1N26A 14.03 
25011 Capacitor, Fixed Plastic, Dielectric, 
0.1 MFD, 5,000 V, Film Cap, Inc. No. 
D8-50-100, Type D 6.00 
55076 Diode, Silicon, Power, Texas 
Instrument Co. No. 1NM1131 14.00 
45063 Tube, Vacuum, GL-6299 56.00 
20633 Capacitor, Fixed, Ceramic, 
Dielectric, 1 MMF, GMV, 500 V, 
Sprague Electric No. 507/C2 239 
20634 Capacitor, Fixed, Ceramic, 
Dielectric, 1 MMF, GMV, 500 V, 
Sprague Electric No. 514cl .19 
20635 Capacitor, Variable, Glass, 
Dielectric, 1-7 MMF, Corning 
Glass No. 682055 3.09 
20636 Capacitor, Variable, Glass, 
Dielectric, 0.5-3 MMF, Corning 
Glass No. 682024 3.09 
40112 Coil, Radio Frequency, Applied 
Research Inc. No. ARI-400 <0 
50028 Transistor, PNP, Germanium, 
Texas Instrument Co. No. 2N368 1.60 
55075 Semiconductor Device, Diode, 
Silicon Rectifier, Pacific 
Semiconductor Inc. No. Ps20 2.67 
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ADDITIONAL ITEMS 
FOR EQUIPMENT LIST AA 


FAK FOR SYSTEM 4 


LIST ITEM MP ESTIMATED NO. OF ESTIMATED 
NUMBER NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 

41 12341 Screw, Captive, per R-W Dwg. 

No. 50242183 S. -fs15 6 $ 46.50 
ie 30270 Capacitor, Fixed, Glass, 

Dielectric, 1 MMF, 300 V, : 

CY15C102K, MIL-C-11272A 1.80 10 18.00 
413 56036 Fuse, 15/100 A, per R-W Dwg. 

No. 50242341-1 alt5 20 9.00 
414 56037 Fuse, 1/4 A, per R-W Dwg. No. 

50242341 ~2 » 36 20 7-20 
415 56038 Fuse, 6/10 A, per R-W Dwg. No. 

50242341 -3 45 20 9.00 
16 56040 Fuse, 1 A, per R-W Dwe. No. 

50242341 -4 5 20 9.00 
417 56041 Fuse, 1 1/4 A, per R-W Dwe. : 

No. 50242341-5 o45 20 9.00 
418 560h2 Fuse, 3 A, per R-W Dwg. No. ; 

50242341 -6 035 20 7.00 
419 56043 Fuse, 3.2 A, per R-W Dwg. No. : 

50242341 -7 ~35 20 7.00 
420 12275 Drag Pin, per R-W Dwg. No. 

50241554 3.50 10 35.00 
el 12273 Shear Pin, per R-W Dwg. No. 

50241561A 625 10 2.50 
eye) 12335 Extension Spring, per R-W Dwg. 

No. 50241430 2.00 6 12.00 
4a3 12337 Compression Spring, per R-W Dwg. 

No. 50241386 ~40 6 2.40 
hol 12339 Cable, Extension Spring, per R-W 

Dwg. No. 50241431 5.00 6 30.00 
45 25007 Capacitor, By-Pass, Screw 

Mounted, 470 MMF, Sprague No. 505C 035 eu 8.40 


-3- 
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LIST ITEM 
NUMBER 
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ADDITIONAL ITEMS 
FOR EQUIPMENT LIST AA 


FAK FOR SYSTEM 4 


MP ESTIMATED NO. OF 
NUMBER NOMENCLATURE UNLT COST UNITS 
12277 Terminal, USECO No. 1280B $ .02 le 
30531 Capacitor, By-Pass, Centralab 

No. MFT-1000 .29 18 
12344 Stud, Turnlock Fastener, 1/4 

Turn, Camloc Ine. No. 581-5 -O7 le 
12345 Washer, Split Retaining, Camloc 

Inc. Noe 583-1 .02 12 
11415 Digitometer, Blectro-Mechanical 

Labs No. 15B8 195.00 ad 
12529 Digitometer, Electro-Mechanical 

Labs. No. 15¢8 195.00 1 
45215 Rectifier, High Voltage, 

Hewlett-Packard No. 212-201C 18350 6 
45113 Tube, Thyratron, Hewlett- 

Packard No. HP212-45B (HP-45B 

Thyratron) 15.50 6 

STOCK NO. OF 
NUMBER NOMENCLATURE UNITS 

5960 -503-4837 Tube, Vacuum, No. 6BC4 6 
5960 -239-1993 Tube, Vacuum, No. 6W4GT or 6wh 6 
5960-166 -7658 Tube, Vacuum, No. 6BE6 6 
5960-100-5898 Tube, Vacuum, No. 6X5 6 
5960 -188 -6589 Tube, Vacuum, No. 6BJ6 6 
5960-284 -5845 Tube, Vacuum, No. 5725 6 
5960 -188 -3968 Tube, Vacuum, No. 6E5 6 
5960-188 -8519 Tube, Vacuum, No. 6N7 6 


he 


195.00 * 
195.00 | 


111.00 
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AMOUNT 
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ADDITIONAL ITEMS 
FOR EQUIPMENT LIST AA 


FAK FOR SYSTEM 4 


MP NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNITS AMOUNT 
5960-100-5894 Tube, Vacuum, No. 6V6GT or 6V6 6 GFE 
5960-501 -0863 Tube, Vacuum, No. 6390 6 GFE 
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